314
8503150254 Final Part 21 & Deficiency Rept [RDC 126(85)] re engine control air filters supplied by TDI.New metal bowl filters rated at 250 psig installed. EDELMAN.M.   Cleveland   Electric   Illuminating   Co.   [RDC   126(85)].    85/02/27. KEPPLER.J. Region 3, Office of Director. 2pp. 29394:288-29394:289.
8503150399 Memorandum & order ruling on contentions re TDI diesel generators.drug use & harassment at site.Evidence of isolated instance of drug use does not constitute notice of widespread problem.Served on 850314.
KELLY.J.L, BRIGHT.G.O., CARPENTER.J.H. Atomic Safety and Licensing Board Panel. #185 043. OL 85/03/13. Office of the Executive Legal Director. 13pp. 29371:333-29371:350.
8503150452 Forwards Rev 1 to "TDI Diesel Generator Design Review & Quality Revali-dation Rept"
DEDDENS.J.C. Gulf States Utilities Co. RBG-20351. 85/03/07. DENTON.H.R. Office of Nuclear Reactor Regulation,  Director.  77pp. 29372:188-29372:330.
-8503150453 Rev 1 to "TDI Diesel Generator Design Review & Quality Revalidation Rept."
DEESE.RJ., RAY.C.L TDI (Transamerica Delaval, Inc.) Owners Group. 85/02/28. 140pp. 29372:195-29372:330.
8503180165 Forwards proprietary response to 850215 request for addl info on Amend 10 to NEDE-24011-P-A-6 re new 8X8 extended burnup design.Affidavit requesting response be withheld (ref 10CFR2.790) also encl. CHARNLEY.J.S. General Electric Co. MFN-035-85. 85/03/11. THOMAS.C.O. Standardization & Special Projects Branch. 1p. 29386:302-29386:302.
8503180316 Part 21 rept re potential defect in component of DSR or DSRV standby diesel generator.Potential problem may exist w/check valve,supplied by Williams Gauge Co.in on-engine mounted starting air piping.causing engine nonavailability. BOYER.R.E. Transamerica Delaval, Inc. 85/03/12. Director's Office, Office of Inspection and Enforcement. 5pp. 29386:252-29386:256.
8503190301 Documents final selection of hydrogen release histories for use in 1/4-scale test program.based on discussions which have occurred since Aug 1984 meeting.Final 1 /4-scale test matrix also documented.Revised final test matrix encl. HOBBS.S.H. Hydrogen Control Owners Group. HGN-031. 85/03/13. BERNERO.R.  Office  of  Nuclear Reactor Regulation,  Director.  20pp.  29403:243-29403:261.
8503190309 Responds to NRC 841221 request for addl info & clarification of request for extension of completion schedule for NUREG-0737,ltern III.D.3.4 re control room habitability,
RODRIGUEZ.RJ. Sacramento Municipal Utility District. RJR 85-122. 85/03/14. STOLZ.J.F. Operating Reactors Branch 4. 2pp. 29403:262-29403:263.
8503190353 Submits schedule for submittaf of leak-before-break analysis to justify removal of LOCA loads from structural design basis & obviate need for Topical Rept PGE-1014.Analysis completion anticipated by 850731.
WITHERS.B.D. Portland General Electric Co. 85/03/13. MILLER.J.R. Operating Reactors Branch 3. 1p. 29409:074-29409:074.
8503190396 Forwards listing of MIST tests tentatively chosen for benchmarking & criteria used for selection.per commitment.
MILLER.F.R. Babcock & Wilcox Operating Plants Owners Group. 85/03/12. KADAMBI.N.P. NRC - No Detailed Affiliation Given. 6pp. 29409:018-29409:023.
8503190419 Advises that 840831 & 1231 Itrs forwarding XN-NF-84-73(P), "Exxon Nuclear Methodology for PWRs:AnaIysis of Chapter 15 Events," constitute single review.Methodology & prescriptions developed together.
CHANDLER.J.C. Exxon Nuclear Co., Inc. (subs, of Exxon Corp.). JCC:051:85. 85/03/ 12. THOMAS.C.O. Standardization & Special Projects Branch. 1p. 29407:201-29407:201.
8503190426 Forwards proprietary & nonproprietary versions of "VC Summer Pressure Pulsation Analysis re Fatigue usage of Steam Generator Preheater Mod." Proprietary version withheld (ref 10CFR2.790).
DIXON.O.W. South Carolina Electric & Gas Co. 85/03/12. DENTON.H.R. Office of Nuclear Reactor Regulation, Director. 2pp. 29408:285-29408:332.
-8503190433 Forwards affidavit for withholding proprietary version of "VC Summer Pressure Pulsation Analysis re Fatigue Usage of Steam Generator Preheater Mod," per 10CFR2.790.
WIESEMANN.R.A. Westinghouse Electric Corp. CAW-84-100. 85/01/16. DENTON.H.R. Office of Nuclear Reactor Regulation, Director. 8pp. 29408:287-29408:294.
-8503190441 WCAP-10746 Nonproprietary "VC Summer Pressure Pulsation Analysis re Fatigue Usage of Steam Generator Preheater Mod." * Westinghouse Electric Corp. 84/12/31. 39pp. 29408:295-29408:332.
8503190453 Forwards revised affidavit to maintain proprietary status of YAEC-1399P on decay heat methodology.Rev describes value & cost of rept & provides justification for withholding rept, per 10CFR2.790.
KAY.JA Yankee Atomic Electric Co. FYR 85-33. 85/03/15. ZWOLINSKUA Operating Reactors Branch 5. 3pp. 29407:246-29407:248.
8503190565 Requests that NRC consider Vols 1 & 2 of XN-NF-85-16(P), "PWR 17X17 Fuel Cooling Test Program," as single review. Vol 2 will be submitted by 850415.Rept separated to allow enough time for overall review.
CHANDLER.J.C. Exxon Nuclear Co., Inc. (subs, of Exxon Corp.). JCC:050:85. 85/03/ 12. THOMAS.C.O. Standardization & Special Projects Branch. 1p. 29407:191-29407:191.
8503200245 Forwards cost data for Rev 2 to XN-NF-81-21(P), "Generic Mechanical Design for Exxon Nuclear Jet Pump BWR Reload Fuel."
THOMAS.C.O. Standardization & Special Projects Branch. TAG 56619. 85/03/12. SOLANDER.L Planning & Resource Analysis Branch. 3pp. 29472:237-29472:239.
8503200284 Forwards revised Rept SAW-1543 Tables 3-11 & E-1 .reflecting inadvertent substitution of reactor vessel surveillance program Capsule OCI-B for OCII-B.Mods will be incorporated in Rev 2A to BAW-1543,following NRC approval. TAYLOR.J.H,   Babcock   &  Wilcox- Operating   Plants   Owners   Group.   85/03/18. STOLZ.J.F. NRC - No Detailed Affiliation Given. 6pp. 29428:228-29428:233.
8503200326 Forwards NEDO-30638, "Product Dept Qualification Methodology." Rept describes approach taken in environmentally & seismically qualifying safety-related Class 1E spare & replacement parts.
QUIRK.J.F. General Electric Co. MFN-025-85. 85/02/26. Division of Engineering. THOMAS.C.O. Standardization & Special Projects Branch. 2pp. 29424:286-29424:321.
-8503200332 NEDO-30638 "Product Dept Qualification Methodology." HATCH.F.E. General Electric Co. 85NEDO05. 85/02/28. 33pp. 29424:288-29424:321.
8503200401 Forwards "Bounding Analytical Assessment of NUREG-0630 on LOCA & Operating kW/Ft Limits" & response to NRC 850213 request for addl info to complete safety evaluation of Cycle 7 reload application.
RODRIGUEZ.RJ. Sacramento Municipal Utility District. RJR 85-120. 85/03/18. STOLZ.J.F. Operating Reactors Branch 4. 7pp. 29428:001-29428:037.
-8503200406 77-114897-01 "Bounding Analytical Assessment of NUREG-0630 on LOCA & Operating kW/Ft Limits."
*  Babcock & Wilcox Co. 85/03/18. 29pp. 29428:009-29428:037.
8503200422 Forwards proprietary Rev I.SuppI 2 to XN-NF-82-20(P)(A), "Exxon Nuclear Co Evaluation Model EXEM/PWR ECCS Model Updates," per 841105 requestRept withheld (ref 10CFR2.790). CHANDLER.J.C. Exxon Nuclear Co., Inc. (subs, of Exxon Corp.). JCC:043:85. 85/03/
05.   THOMAS.C.O.  Standardization  &  Special  Projects  Branch.  2pp. 29424:284-29424:285.
8503200433 Forwards proprietary Rev 2,Suppl 3 to XN-NF-79-71 (P), "Exxon Nuclear Plant Transient Methodology for BWRs:Revised Methodology for Including Code Uncertainties in Determining...." Withheld (ref 10CFR2.790). CHANDLER.J.C. Exxon Nuclear Co., Inc. (subs, of Exxon Corp.). JCC:045:85. 85/03/
06.   THOMAS.C.O.  Standardization &  Special  Projects  Branch.  2pp.  29424:282-29424:283.
8503200436 Forwards proprietary & nonproprietary accepted versions of "Confirmation of XN-3 Critical Power Correlation for 9x9 Fuel Assemblies." Proprietary rept withheld (ref 10CFR2.790).
CHANDLER.J.C. Exxon Nuclear Co., Inc. (subs, of Exxon Corp.). JCC:042:85. 85/03/ 05. THOMAS.C.O. Standardization & Special Projects Branch. 2pp. 29423:159-29423:194.
-8503200439 XN-NF-734(NP)(A) Nonproprietary "Confirmation of XN-3 Critical Power Correlation for 9x9 Fuel Assemblies."
*   Exxon Nuclear Co.,  Inc. (subs, of Exxon Corp.). 85/02/28. 34pp. 29423:162-29423:194.
8503200445 Forwards WCAP 10669, "Evaluation of Acceptability of Reactor Head Lift Rig.Reactor Vessel Internals Lift Rig.Load Cell & Load Cell Linkage to Requirements of NUREG-0612" & Rev 1 to "Control of Heavy Loads."
COUNSIL.W.G.    Northeast   Nuclear   Energy   Co.   (subs,   of   Northeast   Utilities). COUNSIL.W.G. Northeast Utilities. B11406. 85/03/14. YOUNGBLOOD.BJ. Licensing Branch 1. 7pp. 29426:005-29426:213.
-8503200449 WCAP 10669 "Evaluation of Acceptability of Reactor Vessel Head Lift Rig.Reactor Vessel Internals Lift Rig.Load Cell & Load Cell Linkage to Requirements of NUREG-0612." SANDNER.H.H. Westinghouse Electric Corp. 84/09/30. 167pp. 29426:012-29426:178.
8503200508 Forwards NRR comments on B&W Owners Group Rept BAW 1847, "Leak-Before-Break of Margins Against Full Break for RCS Primary Piping of B&W Designed Nuclear Steam Sys." Response & revised rept will be submitted by 850405. STOLZ.J.F. Operating Reactors Branch 4. 85/03/12. OAKES.M.L. Babcock & Wilcox Operating Plants Owners Group. OAKES.M.L. Washington Public Power Supply System. 3pp. 29470:359-29470:361.
8503200572 Motion for directed certification by ASLB re 850313 order denying summary disposition of Issue 16 re TDI diesel generators & Ohio Citizens for Responsible Energy 850211 request to participate in hearing.Certificate of Svc encl. HIATT.S.L Ohio Citizens for Responsible Energy. #185 143. OL 85/03/15. Atomic Safety and Licensing Appeal Panel, 8pp. 29450:212-29450:219.
8503210034 Forwards SSER re BASIC (Rev 0) version of Westinghouse Owners Group emergency response guidelines on Generic Ltr 83-22.Emergency guideline changes & additions may be implemented subj to listed findings. ZWOLINSKI.J.A. Operating Reactors Branch 5. GL-83-22. 85/03/11. SHEPPARD.JJ. Westinghouse Operating Plants Owners Group. SHEPPARD.JJ. Carolina Power & Light Co. 2pp. 29480:075-29480:076.
-8503210038 SSER re BASIC (Rev 0) version of Westinghouse Owners Group emergency response guidelines.Addl info submitted may be implemented subj to listed conditions.
*  NRC - No Detailed Affiliation Given. 85/03/11.14pp. 29480:077-29480:090.
8503210148 Informs of withdrawal of review of Rev 2 to XN-NF-81-21(P), "Generic Design for Exxon Nuclear Jet Pump BWR Reload Fuel," per 850222 request, THOMAS.C.O. Standardization & Special Projects Branch. 85/03/12. CHANDLER.J.C. Exxon Nuclear Co., Inc. (subs, of Exxon Corp.). 2pp. 29480:052-29480:053.
8503210167 Forwards MDE-10-0185, "Perry Plant Unique Encroachments Final Test Rept." Rept addresses Outstanding Issue 8 in SSER 4.Updated response will be provided by 850501 .Affidavit of R Artigas encl.Rept withheld.
EDELMAN.M.R. Cleveland Electric Illuminating Co. PY-CEI/NRR-0216. 85/03/19. YOUNGBLOOD.BJ. Licensing Branch 1. 4pp. 29465:143-29465:146.
8503210391 Forwards proprietary info requested during Mechanical Engineering Branch 850108-10 auditFB Marsh 850306 Itr requesting withholding of info also encl.lnfo withheld (ref 10CFR2.790).
BAILEY.J.A. Georgia Power Co. GN-559. 85/03/18. ADENSAM.E.G. Licensing Branch 4. 2pp. 29464:172-29464:178.
-8503210394 Requests withholding of encl addl info requested during Mechanical Engineering Branch 850108-10 audit,per 10CFR2.790.Affidavit of CW Lacy also encl. MARSH.F.B. Bechtel Corp. BO-138. 85/03/06. DENTON.H.R. Office of Nuclear Reactor Regulation, Director. 5pp. 29464:174-29464:178.268:200-29268:201.the Executive  Director for Operations. 5pp. 29392:001-29392:069.
